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SEM ORANDUIH FCP: Director of Data Processing 
ATTERTICH: Executive (CQfficer 


FR Gi 
Peputy Director for Processing 


SUBJICT: Processing Weekly Report for 
Week Ending 24 NOVEMRER 1961 


ACTIVITIES CF TRE PAST WEEK 


began installation of the 3081-1 processor on 
Sunday, 22 Kovenber. 


(n Tuesday, 17 November, Mr. Farr Pitzwater, Director, 
DDA, toured the [| Facility. —aa 


The AUTCrCHE Phase I system has been turned over to 
P&PDC/OL for final production testing. AUTOFCHE is a 
facility which manages requests for the creation of 
microfilm and microfiche, and reduces the number of tapes .-to 
be transportec to_P&PD. PCB/PD/P is providing test cases 
und assistance. 


Several individuals from SPD participated in an CRD- 
sponsorec seninar on Relational Data Base Systems. This was 
especially tinely for those of us who, shortly afterwards, 
participated in a session on the britton-Lee Intelligent 
Data jiachine (1iMi) which has been proposed by TRY for CAMNS2. 
The If{ is a hardware-enhanced backend database machine 
which utilizes the relational data model. 
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The Bice. was successfully loaded from the VN 
system. Tis Ineering changes are being installed on the 
Conten to support the I8"% 3081, Comten’s new release (63) 
has been successfully loaded in a non-CNS Comten. Work is 
prozressiny on the SEAC (statistics), CNS (networking) and 
MNPAD (messaze) interface. The Standard Word Processor “FP 
was coordinated and published as scheduled. Planned due 
date for vendor responses is 22 Pecember 1981 with a two- 
week extension of that date likely. 


The Ruffine Center had a substandard week. TANS lost 
65 minutes ttednesday due to problems on the Vi JES3 lines 
and a TRY software problem. A JCL error stopped CCROLDE3 
for more than five hours Wednesday. Qn Thursday, all OCR 
applications were down for two hours due to a Telex disk 
drive failure. Vif had nearly three hours of interruptions 
Friday, due to a Calcomp disk controller error and a 
configuration problem on the IRM 3880s. The 3168@ (batch 
system) was down for approximately 17 hours on Monday due to 
an IBif hardware problem in the channel. Cther problems of 
significant severity were encountered as well. 


The Special Center also had considerable lost time this 
week. TPSTAR and TPNIPS lost about five hours each on 
Saturday due to a Telex disk drive error and an operations 
error in putting a bad drive online. CANS lost two hours 
Triday due to an operations error in accessing tape drives 
immediately following the transfer of CAMS to the backup IBM 
370/158. On 19 November, the IBif 3525 card punch, and 3505 
card reader completed the required 30-day acceptance test at 
an availabilitv level of 1002, 


NPS - The CDP/ OC Working Group met and proposed 
tentative guidelines for operation and change control for 
MPS’. Processing will meet on 30 November to discuss these 
guidelines. 


Panvalet - We briefed DDC programngers on the uses and 
facilities of Panvalet. 


A new printer was installed [__]to be used for Gims- 
Ramis Reportins. A new print-verb "PRINTW" was established 
and put in all GIMS data bases to route output 
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software, 


scheculed to upgrade the 470/V6-2 (CAMS) 


mrocessor to 6 ':EG. of memory on Caturday, 25 Novenber 81. 
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- Vii experienced 1 hour and 14 minutes of CEMZ 
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procedural provlems 
and 25 minutes of hardware outares, 


~ GOR-CCLITS had 2 hours and 10 minutes of software 
errors and a ? 
hour TXLOR hardware problen. 


— OCR-Eec(* experienced 2 hours and 10 minutes of 
software errors 
and a 2 hour TELEX hardware outape. 


~ DDCH-ETAR had a 4 hour CD procedural problen, 1 hour 
aa] 54 
minutes of TOLEX hardware outaves, and 39 minutes of 
software 
errors. 


a 25X1 


Approved For Release 2003/11/06 : CIA-RDP84-00933R000400210030-4 


